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FACILITIES, GENERAL. 

- The facility must be constructed of such material and of such strength as appropriate for the animals involved. The indoor 
and outdoor housing facilities shall be structurally sound and shall be maintained in good repair to protect the animals from 
injury and to contain the animals. 

- In the mule deer exhibit south east comer, approximately twelve feet of the bottom portion of the chain link fence has curled 
in approximately six inches. 

- Item listed above must be corrected and steps must be taken to prevent this item from recurring throughout your facility. 

- To be corrected by: 6 JULY 04 
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